DETROLA 


RETAIN THIS PART FOR YOUR RECORDS 


Type of product 
Model No. 


Dealer's Name 

Address 

City 

I ac a EOD 


Date of Purchase 
(Month) (Day) 


NOTE: Retain your sales slip:it's your proof of purchase. 
See Statement of Limited Warranty on reverse side 
of this section. 








DETROLA WARRANTY 


Detrola Collector's Edition Products are warranted 
against defects in material and workmanship for a 
period of 90 days beginning from the date of sale to 
the original purchaser. 


Should the unit fail under normal usage during the 90 day 
warranty period, a request for RETURN AUTHORIZATION 
must be made by the original consumer before returning 
the unit. This request can be by mail to the Customer 
Service Department at the address below. 


Upon receiving the written authorization from the 
customer service department, please securely pack the 
unit preferably in the original packing. Display the R.A. 
on the outside of the carton and ship PREPAID 
(preferably via UPS) along with a check or money order 
for US$ 19.95 to cover handling and return postage to: 


DETROLA 


111W. Birch St. 
Brownstown, IL 62418 
Phone#618-427-3699 


For product and parts information, call customer service 
at (618) 427-3699, 8:30 AM to 4:30 PM (Central Time) 
Monday to Friday. 


The purchaser's bill of sale is the only proof of warranty 
entitlement and must accompany the unit. 


The warranty does not apply to Detrola products which 
have been repaired by unauthorized persons in any way 
SO as, in our judgement to reduce their performance or 
reliability, or which have been subject to misuse, abuse, 
neglect or accident. 


This warranty gives the purchaser specified legal rights 
in addition to any rights which vary from state to state. 


In accordance with the "Moss - Magnuson Warranty Act" 
of July 10, 1975, this is termed a "limited warranty" 
which in no way compromises Detrola' high standards of 
quality and workmanship. 





909-235000-001 





